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SOURCE: Modified from S. M. Born and D. A. Stephenson, 1969. FIGURE 2.1   Schematic Diagram of a Ground-Water Flow System freshwater supplies; le rivers, swamps, and reservoirs, 3.5 percent; and soil moisture, ] percent. The figures represent a static condition of water balar the earth. However, water is in constant motion: river water ha turnover period of weeks and ground water has residence times rar from a few years to thousands of years.
